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Message Text 

CONFIDENTIAL 

PAGE 01 BELGRA 04796 271218Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO /018W 

052513 272050Z/63 

R 2709 16Z JUN 78 
FM AMEMBASSY BELGRADE 
TO AMCONSUL FRANKFURT 
INFO AMEMBASSY ATHENS 
SECSTATE WASHDC 7046 
AMCONSUL ZAGREB 

CONFIDENTIAL BELGRADE 4796 

FOR: ATHENS-TSO/RTC; DEPT-SY/OPS/T; ZAGREB PSO 

E. O. 11652: GDS 
TAGS: ASEC 

SUB J : A/C FOR ACR, AMERICAN CONSULATE GENERAL ZAGREB 
REF: BELGRADE 3282 AND PRIOR 

1 . TRAVELED TO ZAGREB YUGOSLAVIA ON 12 JUN 78. INSTALLED 
NEW A/C UNIT SAME DAY. 

2. LET UNIT RUN FOR 24 HRS., FAN ONLY. UNIT HAD BEEN 
SHIPPED UPSIDE DOWN, SIDEWAYS, ETC. 

3. ON THIRD DAY TURNED COMPRESSOR ON. UNIT SEEMED TO OPERATE 
WITH NO PROBLEMS. LATER THAT DAY CONSULATE WENT ON EMERGENCY 
POWER. THIS TRIPPED RELAY ON UNIT. 

4. SINCE THAT TIME HAVEN’T BEEN SUCCESSFUL IN GETTING THE 
COMPRESSOR TO RUN. EITHER THE BREAKER ON UNIT WILL TRIP OR 
THE 25 AMP FUSE ON THE LINE WILL BLOW. PUT 30 AMP FUSE ON 
THE LINE, IT BLEW OUT. BYPASSED RELAY ON UNIT AND LINE FUSE 
BLEW. WASN'T ABLE TO CHECK LINE AMPS AS I HAVEN'T AMP 
METER. 

CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 BELGRA 04796 271218Z 


5. ON JUN 21 WENT BACK TO ZAGREB WITH TSO T. KANSAS. WE 

AGAIN CHECKED ALL WIRING OF UNIT. WE DISCONNECTED COMPRESSOR 
WIRING AND ALL SWITCHES WORK WITHOUT TRIPPING RELAY. 

6. REQUEST THAT QUALIFIED PERSONNEL BE SENT TO ZAGREB TO 
REPAIR UNIT. ALSO, IF POSSIBLE AT SAME TIME, TRAVEL TO 
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BELGRADE TO CHECK A/C UNIT AND GIVE BUI WARNER INSTRUCTION 
ON TROUBLESHOOTING MINOR A/C PROBLEMS IN THE FUTURE. 

7. PLEASE ADVISE. 

EAGLEBURGER 


CONFIDENTIAL 


NNN 
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